Approved^^ Release 2002/08/21 



19 April 1972 


The Honorable Barry M. Goldwater 
United States Senate 
Washington, D. C. 

My dear Senator Goldwater: 

I am most grateful for your kind words during the public 
hearing on my nomination as Deputy Director of Central Intel- 
ligence. I will do my best to deserve them. 

With every good wish and many thanks , 

Faithfully, 
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Addressee 


Vernon A. Walters 
Lieutenant General, USA ‘ : 
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